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Liquid Cleaner 


ever. devised! 





One cleaner replaces the many you 
now use. Super Detergent is suitable 
and efficient at cleaning everything 
from waxed woodwork to boiler 
room floors. Wood, metal, paint, 
glass, porcelain—Super Detergent 
cleans them ail! 


SUPER 


EFFECTIVE! 


Super Detergent’s abundant suds 
penetrate and loosen soil with 
truly startling effectiveness, even 
in hard water, yet are far more 
readily dried up than soap. 


Super Detergent is neutral as any 
liquid toilet soap...has a lower 
pH than fine bar type soaps. It is 
completely safe on any surface or 
material water alone will not harm! 


SUPER 
ECONOMICAL! 


Super Detergent is shipped as a 
concentrate, saving freight charges. 
Customarily used in extreme dilu- 
tion it costs but a few pennies per 
gallon of solution. A brief trial 
will be completely convincing. 
Write today for full details. 
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DETERGENT 
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